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Initial Launch (11/2/18) 

October 2018 Launch (1/15/19) 
December 2018 Launch (3/5/19) 
February 2019 Launch (5/7/19) 
March 2019 Launch (6/11/19) 
June 2019 Launch (N/A) 

Not yet in National Verifier 

S=SNAP 
M = Medicaid 
H = HUD(FPHA) 
SSI = Social Sec. 
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NLAD Opt-Out States with State 
Administrator 
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States and Territories with HUD Access 
Only 
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